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Contract No, NY~-3958 | 
Amendment Fo. 2 ; 
JUN 6 839 

Westinghouse Klectric Corporation 

Baltimore, Maryland 


Gantlement 


1. Reference is made to Contract Ho, RY-3958 dated September 
23, 1958. 


2, Pursuant to the provisions of Article 2 entitled "CRANGF5" 
of the General Provisions, Item 1.c. 4s anenied as follows: 


“The Group III spares listed in Appendix A are 
deleted in their entirety and the following 
Group III spares are substituted tharefort 


Fue] ! 
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30 ’ 
i Potenticmeter 
12 Crystal (reversed pair) 
13 Electron Tube 
4 Cathode Ray Tube 
15 none 
16 Diode 
17 Diode 
18 ator 
19 REV Power Supply BM 
DD Coil 
a Coil 
a2 Soil 
23 Cennector | 
ah Sheckmount 1 | 
25 Shocknount | 
26 5 mile sweep network he 
rai Resistor 
a Resistor = 
@ Capacitor | 
‘ \ | 


The of 67 appear for Item 1.c. is deleted and the figure’) 
$14, babatg ixBelaath s0encr utes. e1-RDPs1800879R000100010086-2 1 
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3, Paragraph 4 of PART V - GOVERRMENT FURNISHED BQUIFMENT 7 pet eg 


provides that one lot of Radan Spares will te itemized at a later \>" 
date. The Radan Spares furniehed are those items as eet forth Le 3 
in the attached Voucher Numbers 58-206 through 58-3099 and 58=3114 \ 

as recapped on Shippers Officer's VYoucicr Bo, WSD-§2-58, : 


4e This Amendment No, 2 results in a net decrease of $715.08 
or a new total consideration of $58,682.92, All other terms ani 
conditions of the contract, as amended, remain unchanged. 


5. Please indicate your receipt of thie Amendment Ho, 2 to 
Contract No, NY¥~3958 and your acceptance thereof ty executing the 
original and two copies hereof, Return the fully executed original 
and ene copy to the undersigned and retain the remaining copy for 
your files. ° 


Very truly yours, 


25X1A9A 


ACKNOWLEDGED AND ACCEPTED 
WESTINGHOUSE ELECTRIC CORPORATION 


FOIAB3A 
BY 


tT LL bres 
DATE fod S989 
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